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* As soon as the enemy got clear of the
fort the shrapnel from the hills opened fire
on them, and when they got beyond, then
Cox cut in with his mounted infantry, and
only five or six escaped; but poor Cox got
badly shot by one of them through the
shoulder, but is doing well. *

'Carnegy and Grant, of the 2nd-4th,
found twenty or thirty of the enemy in a
deep hole in the corner of the fort, where
they had escaped our men, and in settling
them Carnegy got shot through the thigh,
and Drury got his hand broke by the butt
of a gun. Two of my men were wounded,
and two of the 2nd-4th killed, and five
or six wounded, I think because they were
in much closer order than my men, who
were at ten paces interval.

'We gathered seventy-five bodies in the
fort and fifty-six near it, and the shrapnel
and mounted infantry killed over one
hundred. The Manipuris here say we killed
over four hundred. So we paid off part of